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FAMOUS LANCASTER BOMBER OF WORLD WAR See 
Jackson Park, Windsor, Ontario 


“Canada’s Rose City” 
Windsor Memorial to our Glorious Dead of the Royal 


Canadian Air Force — World War Il. 
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Made in Canada 


